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THES DOCUMENT COMTATHS BNFORMATION AFOECTING THE HATIONAL DEFENSE 
THE UNITED STATES, WITHIN THE MEANING OF TITLE 38s BECTIONS 793 
AND 794, OF THE U.S. CODE, AS AMENDED, fTS TRANSMISSION OR REVES 
LATIOW OF TTS CONTENTS TO ON RECEIPT BY AN UNAUTHORIZED PERSON 1S 
PROWIDITED 


or 


BY Law, THE AEPROCUCTION OF THES FORM ES PROMIBITED. 


25X1X 


hap give as much informetion as possible on the nature of the runway and 
acilities at the Dmitrov airfield. 


The airfield is located about 15 Kiloneters from Daitrov eat a point north of 
Orud'yevo. J have indicated on Map No Ae AMS Series W501, Kimry, the 
approximate location of the airfield. 2 it was only a cleared, circular 
area about four miles in diameter in a are region. I cannot estimate the 
length of the tightly packed, earth rupway. The sirfield had been cleared and 
Leveled during World War IT and , waen I saw 1+ briefly between flights some 
time in 1942, I wes of the opinion that the airfield would be developed to the ; 
fullest. I saw two engine vowhers on the field, a group of MIG's and heavy 
bombers of the Pp-6. and PO-7 types, so I know that the runway could accommodate 
aireraft of this class. 


Please give information concerning the Spanier eae structure of the Third 
and 24th Airborne Brigedes, and she Tenth Airborze Divieion. 
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A. The following chart represents the organizational structure of both the Third and 
the Twenty-fourth Airborne Brigades; 
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Each Rifle Company was divided into four Rifle Platoons and one Machine Gun Pletoon. 


Each Rifle Platoon was divided into four units of 10 to le men each. 
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The following chart represents the organizational structure of the Tenth Air- 
borne Division: a 


i 


STAFF: 


Commander 
Administrative Assistant 
Political Assistant 
Chief of Staff 
1. Operations Officer 
2. Reconnaissance Officer 


Med- Supply 76mm a 120mm 
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THREE REGIMENTS 


res 


19th Regiment Regiment 
AIRBORNE 
REGIMENT 
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The following chart represents the organizational structure of the 19th Airborne Regiment 
of the Tenth Airborne Division: . 


REGIMENTAL STAFF 


Recon- 45mmlArtil- 76mm Supply Rifle Com- Light Light 


nais- lery Battery Minomet & Trans- Company munica- Company Company 
sance Battery portation tions 
Platoon Company Company 

FOUR BATTALIONS 


(1) (2) (3) (4) 
Staff 3 : 


Antitank. Platoon 76mm Minomet 
Battery 


Light aie Supply Platoon 


Rifle Rifle Rifle Machine Gun 
/ Company Company Company Company _ 


Each Rifle Company was divided into four platoor. 
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Please pinpoint and give detailed description of the permanent military installa- 
. tions with which you were familiar. 


One division was usually stationed in the permanent military camp in the area 
near Dmitrov. 


The | following sketch gives the approiinate plan of the Camp - 


! 


| Kitchen | perracks 
Depot ! 


t 
Barracks Barracks 
| ; 


Road to Yarovo 


Staff 
Headquarters 


(2-story, brick) 


3 2-story 
brick Area of 
puildings wooden buildings 


used for barracks 


' Paratrooper Tower 
1/2 mile from camp 


Unless otherwise indicated, all buildings were of brick. The depots in this 


area most probably were supplied from Moscow. 


I am unable to pinpoint the locations of the permanent military schools in the 
region of Lake Senej. I have indicated at points (1) and (2) on Map 37-10, 
AMS Series N501, Kimry, the approximate locations respectively of the First 
Guardian School and of the Moscow Engineering School. 

There was always a large concentration of troops in and near Odessa. Important 
summer maneuvers took place in the region of the sea base near Odessa. The 
permanent military installetions with which I was familiar in 1941 are located 
on the Odessa town plan at points: 

73 - Airport; Rifle range west of this point. 

81 - Artillery School (four thousand men). 

82 - General Army School (four thousand men) . 


83 - Mixed Depot - brick building. 
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8h + Mixed Depot - brick building. 
88 . Mixed Depot - brick building. 


At the point 82 on the Odessa town plan, I have drawn in the approximate 
positions of a jail, two depots, and a rifle range, which were not shown. 


[On file in CIA Library are the: Odessa toim plead Bad Mep{io!37-10; AMS 
Series N501, Kimry, to which source has referred in the foregoing a 
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